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108043 231929Z/47 

R 231431Z JAN 78 
FM AMEMBASSY PARIS 
TO SECSTATE WASHDC 4667 

CONFIDENTIAL PARIS 02061 

US OECD 

EXCON 

E.O. 11652: XGDS1 

TAGS: ESTC, COCOM, BU, JA 

SUBJ: JAPANESE POWER TRANSISTOR MANUFACTURING PLANT TO 
BULGARIA - IL 1355 

REFS: A) COCOM DOC. (77) 612. B) STATE 296285, C) COCOM 
DOC. (77) 612.9 

1 . JAPANESE DEL SUBMITTED REFDOC C MEMORANDUM TO COCOM 
JAN. 17 ASKING FOR US TO RECONSIDER ITS POSITION RE- 
GARDING THE ULTRA SONIC BONDERS AND THE 7401-TT TESTERS. 

THEY HAVE ASKED FOR A FINAL US POSITION ON THESE ITEMS 

TO PERMIT THE APPLICANT TO SHIP THEM BY THE END OF 
FEBRUARY. COPIES OF MEMORANDUM CONTAINING JUSTIFICAT- 
ION PROVIDED BY JAPANESE FOR RECONSIDERATION POUCHED 
WALINSKY, SCHROEDER AND PRACHT. 

2. ACTION REQUESTED: US VIEWS ON MEMORANDUM AS SOON 
AS POSSIBLE BUT NO LATER THAN FEBRUARY 15. 

SALZMAN 

CONFIDENTIAL 
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